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INVENTORY  REPORT  NO.  2 
Medical  Material  and  Instruments 


The  following  Japanese  medical  material  and  instruments 
have  been  examined  and  found  to  be  of  no  Intelligence  value: 

101.  Chest,  microscopic,  field,  wooden,  12’-  x  25:l  x 

14 v?,  (incomplete)  ea  1 

Contents : 

A.  Chemicals 


1. 

Nitric  acid 

gm 

50 

2. 

Sulphuric  acid 

gm 

50 

3. 

Chloric  acid 

gm 

50 

4* 

Pure  alcohol 

gm 

225 

5. 

Alcohol 

gm 

225 

6. 

Xylol 

gm 

100 

7. 

Aniline 

gm 

30 

8. 

Sulphaney!  -acid 

gm 

30 

9. 

Eosin 

gm 

10 

10. 

Ammonia  water 

gm 

50 

11. 

Caustic  potassium 

gm 

30 

12c 

Tsyredel  oil 

gm 

30 

13. 

Calcium  chlorate 

gm 

50 

14. 

Gentian  violet 

gm 

10 

15® 

Giemsa  solution 

gm 

25 

16  n 

Citric  acid 

gm 

30 

17, 

Picric  acid 

gm 

10 

13. 

Methylene  blue 

gm 

10 

19, 

P  ota s 3 :! um  ide 

gm 

10 

20, 

Potassium  f err o~ cyanide 

gm 

50 

21 0 

Sulphuric  base  salicylic  acid 

gm 

50 

22, 

Canadian  balsam 

gm 

30 

23  c 

Fuchs in 

gm 

10 

24  c 

Sodium  nitrite 

gm 

30 

25, 

Iodine 

gm 

5 

26, 

Acetic  acid 

gm 

50 

^Materials 

1* 

Glass  sinker 

ea 

1 

-1 


102, 


2# 

Tiyoda  medium  folding  micro¬ 

scope 

ea 

1 

3. 

Glass  bottles 

ea 

16 

4. 

Platinum  wire  holders 

ea 

2 

5# 

Scissors 

ea 

1 

6, 

Forceps 

ea 

2 

7. 

Pipette 

ea 

1 

8# 

Copper  net 

ea 

2 

9# 

Petri  dish 

pr 

2 

10. 

Plate  dish 

ea 

4 

lie 

Cover  glasses 

box 

2 

12  o 

Test  tubes 

set 

17 

13. 

Litmus  paper 

pkg 

8 

14. 

Congo  paper 

pkg 

4 

15a 

Urine  hydrometer 

ea 

1 

16c 

Albumin  meter 

ea 

1 

17. 

Filter  paper,  large 

Pkg 

1 

18. 

Alcohol  lamp 

ea 

1 

19# 

Measuring  flasks 

ea 

2 

20. 

Corks 

ea 

40 

,  malarial  fever  treatment,  wooden, 

27"  x 

x  13" 

/ 

>ents : 

\ 

1. 

Methyl  alcohol 

gm 

1000 

2. 

Alcohol, pure 

gm 

500 

3. 

Sterile  distilled  water 

gm 

500 

4# 

Petroleum  benzene 

gm 

100 

5. 

Ziehl-Neelsen,s  stain 

gm 

100 

6. 

Gabbett*s  solution 

gm 

100 

7. 

Graduate  cylinder,  50  cc 

ea 

1 

8. 

Lamp,  alcohol 

ea 

1 

9. 

Dying  vat 

ea 

1 

10. 

Microscope,  portable 

ea 

1 

11. 

Gauze 

roll 

5 

12. 

Slides 

ea 

1000 

13. 

Cover  glasses 

ea 

1000 

14. 

Giemsa  solution 

gm 

500 

15. 

Cedar  oil 

gm 

50 

16. 

Scalpel 

ea 

1 

17. 

Platinum  wire  holder 

ea 

1 

18. 

Glass  pencil 

ea 

2 

19. 

Nickel  chrome  wire 

cm 

10 

20. 

Dropping  bottle 

ea 

3 

21. 

Acrinamine  solution 

gm 

100 

22. 

Plasmochin  solution 

gm 

100 

23. 

Absorbent  cotton 

gm 

100 

24. 

#99  adhesive  plaster  of  zinc 

flour 

roll 

2 

ea 


103#  Absorbing  appliance,  glass,  spiral,  in  wooden 
box,  14  1/2”  x  6”  x  4" 


ea 


2 


\ 


104. 

105. 

106. 

107. 

» 

108. 

109. 


no. 

in. 

112. 

113. 

114. 

115. 

116. 

117. 

118. 

119. 

120. 

121. 

122, 


Apparatus  for  counting  bacteria  ea 

Bag,  paper,  urine  ea 

Bandage,  eye,  celluloid  ea 

Bougie,  esophageal,  in  wooden  box,  26  3/4”  x 

1  3/4"  x  2  7/8"  ea 

Burette  set,  in  wooden  box,  25  3/4"  x  7  l/2"  x 

2"  •  ea 

Cage,  insect, 

a.  8”  x  8”  x  8”  ea 

b,  7”  x  3  1/4”  x  3  1/4"  -  ea 

Colorimeter,  Erma,  in  wooden  case,  14  3/4”  x 

9”  x  7”  ea 

Cajicra,  fluoroocopc,  3£  $mr.jLn  caso,  lCr. l/2”  x  • 

9  \/hu  x  it”  ea 

Clothing,  rubber, 

a .  apron  ea 

b.  sleeves  pr 

Detector,  poison  water,  in  wooden  box,  10  l/2"  x 
6”  x  3",  w/canvas  cov®r  ea 

Electro-cautery  attachments,  in  wooden  box,  9  3/4” 
x  9”  x  5  l/4”  -  ea 

Gloves,  fluoroscopic,  lead  impregnated  pr 

Hemoglobinometer,  Miescherfs  modification  of 
Deischl!s,  in  wooden  case,  6  3/4”  x  6  l/2"  x 
6  1/2”  '  ea 

Kit,  eve  surgical,  in  wooden  case,  13"  x  7”  x 

2  1/2”,  (incomplete)  ea 

Lamp,  lercuby*  vsfpor,  in  cardboard  box,  11”  x 

10  1/2"  x  8”  ea 

Lens,  nesting,  in  wooden  box,  7”  x  6”  X  2  l/4”  ea 

Loupe  i  onocular,  10  x  eye,  in  wooden  box,  5/3/*" 
n  :/2"  x  1  1/2"  'ea 

Meter,  lung  capacity  ea 

Microtome,  in  wooden  case,  11  l/2”  x  8  l/4"  x 

8  l/t .”  ea 


1 

5 

5 

1 

1 

1 

1 

1 

2 

1 

3 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 
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123 •  Microtome,  in  wooden  case,  14  l/4,:  x  10  l/2”  x 


124*  Pneumothorax  apparatus,  in  wooden  box,  15  1/2”  x 

10  3/4';  x  4  3/4?:  ea 

125*  Screen,  fluoroscopic,  head  ea 

126.  Kit,  eye  dropper,  in  metal  case,  5  l/4”  x  1  1/2” 

x  3/4”  ea 

127.  Kit,  eye  surgical,  in  wooden  case,  12  l/2”  x 

7  3/4”  x  2”,  (incomplete)  ea 

12S.  Kit,  orthopedic,  Osuga,  in  wooden  case,  14”  x 

8”  x  3  1/2”  T  ■  ea 

129 -»  Shields,  lead  impregnated,  head  and  groin  set 

130.  Splint,  aluminum,  for  Colles2  fracture,  right 

and  left  set 

131.  Stage,  microscopic,  worm,  in  leather  case,  8”  x 

3  3/4"  x  3  1/4"  ea 

132.  Suspension  apparatus,  cervical,  leather  set 

133#  Tourniquet,  metal  and  canvas  strap  ea 

134*  Urine  analysis  set,  in  wooden  box,  11  3/4”  x 

8”  x  6  3/4"  ea 

135*  X-ray  numerals,  in  box,  12  l/4”  x  7  3/4”  x  2"  set 

136.  Kit,  autopsy,  field,  in  wooden  box,  16  l/4”  x 

9  l/2”  x  4  l/4” ,  w/canvas  cover  ea 

137.  Polygraph,  Kure~Sakai{s  type,  in  case,  7"  x 

6  1/2"  x  6  1/2”  ea 

138.  Tongue  depressors,  metal,  set,  in  metal  case, 

6  l/4t:  x  3  1/2”  x  3/4"  ea 

139 o  Colorimeter,  for  determination  of  pH,  in  wooden 

box,  11”  x  9  3/4"  x  6  3/4”  ea 

140.  Plugger,  gold-foil,  dental,  chrome  ea 

141®  Joint  movement  meter,  in  wooden  case,  23”  x  4  3/4” 

x  2”  -  ea 

142 3  Appliance  for  hemostasis  when  trephining  the 
parietal  bone,,  Manufactured  by  Matsumoto 
Machinery  Shop.  Type  193-6® 


'4°‘ 


1 

1 

1 

1 

1 

1 

1 

1 

1 

2 

1 

1 

1 

1 

1 

1 

1 

1 


ea 


1 


143. 

Kit,  enema,  in  rubber  bag 

ea 

1 

144c 

Chart,  eye,  visual  power  meter,  revolving,  in 
wooden  box,  7  1/2"  x  7  1/2"  x  5  l/2” 

ea 

1 

145. 

Kit,  alcoholometer 

ea 

1 

146. 

Thermometer,  ,:Freeze-type”  by  Medical  Section 
of  Kuagtong  army,  in  wooden  box,  5  l/4”  x 

3  1/2”  x  1/2” 

ea 

2 

147. 

Vulcanizer  mould,  large  and  small 

ea 

1 

148, 

Vulcanizer,  dental,  complete 

ea 

1 

149. 

Generator,  gas,  dental,  small 

ea 

1 

150. 

Case,  microscope,  canvas,  medium 

ea 

1 

151. 

Drill,  hand 

ea 

1 

152. 

Splint,  arm,  wooden 

ea 

1 

153. 

Anvil,  dental 

ea 

1 

154. 

Mallet,  dental,  wooden,  8  l/2” 

ea 

1 

155. 

Blowpipe,  dental 

ea 

2 

156. 

Box,  film  viewing,  9  l/2”  x  8  3/4”  x  4  1/2” 

ea 

1 

157. 

• 

Chart,  color  perception,  in  book  form,  7  3/4”  x 

6”  x  1/2”,  English 

ea 

1 

158. 

i 

Chart,  color  perception,  in  book  form,  8  l/4”  x 

6”  x  1”,  Japanese 

ea 

1 

159. 

Cup,  medicine,  Small,  porcelain 

ea 

1 

160. 

Diathermy  set,  accessories  for,  in  wooden  box, 

10  1/4”  x  6' 1/8”  x  5  3/4” 

ea 

1 

161. 

Double  boiler,  tin  lined,  for  preparation  of 
medicine 

ea 

1 

162. 

Kit,  dental,  field,  Navy,  in  wooden  box,  11”  x 

9  1/4"  X  3  3-/4" 

ea 

1 

163. 

Kit,  nasal  washing,  in  wooden  box,  8  l/2”  x 

5  3/4”  x  3” 

ea 

1 

164. 

Chart,  eye,  mechanical,  momentary  visual  testing, 
in  case,  13  1/2”  x  13  l/2”  x  2  l/2” ,  (incomplete) 

ea 

1 

-5- 


165. 

166  „ 

167 . 

168  „ 

169  c 

170  o 

171. 

172. 

173. 

174. 

175. 


Set,  amputation  instruments,  small,  in  wooden  box, 

14  1/2”  x  4  1/2”  x  2  1/2”  ea  1 

Set,  aspirator,  w/attachments,  in  wooden  box, 

8  1/4”  x  6  l/4”  x  5”  ea  1 

Set,  diagnostic,  incomplete,  in  wooden  box, 

14  1/2"  x  11"  x  5”  ea  1 

Set,  eye,  ear,  nose,  and  throat,  diagnostic,  in 

wooden  box,  lb  3/4”  x  11”  x  4  3/4”  ea  1 

Sot,  eye,  ear,  nose,  and  throat,  large,  in  wooden 

box,  18”  x  10”  x  4”  ea  1 

Set,  eye  chatt,  mechanical:,  large,  in  wooden 

box,  14”  x  9  i/2”  x  3  l/4"  ea  1 

Set,  surgical,  small,  in  box,  15  l/4"  x  10”  x 
4  1/4"  ea  l 

Sigmoidoscopic  set,  large,  in  wooden  box,  24  l/2" 

x  7  1/4”  x  4  1/2"  ea  f. 

Tensometer,  for  testing  strength  of  back 

muscles,  in  wooden  box,  19"  x  12  3/4"  x  6  3/4"  ea  1 

Chest,  medical:,  for  clinical  examination,  29”  x 

20”  x  17",  #1  ea  1 

•  v 

Contents: 


1, 

Duodenal  set  w/syringe 

ea 

1 

2. 

Folding  test  tube  racks 

ea 

3 

3. 

Syringe  sets  in  metal  cases, 

2  cc. 

ea 

3 

5  cc. 

ea 

3 

10  cc. 

ea 

3 

20  cc. 

ea 

1 

4  e 

Pipettes,  1  cc. 

ea 

50 

5c 

Pipette  holder 

ea 

1 

60 

Dropping  bottle 

ea 

3 

7. 

Beakers,  100  cc. 

ea 

5 

8  3 

Erlemey.er  flasks,  50  cc. 

ea 

5 

9c 

Measuring  beaker,  200  cc. 

ea 

1 

10o 

Pipette  dropper,  2  cc. 

ea 

20 

1 — L 

Fermentation  tubes 

ea 

2 

12  j 

Bone  marrow  nutrient  apparatus, 
(stylet  for  bone  marrow  puncture )ea 

2 

13* 

Graduated  sediment  tubes 

ea 

2 

Chests,  medical,  anti  ague,  incomplete  chest 
#8,  #9,  and  #11,  29"  x  20”  x  17” 


Contents : 


Chest  #8 


1. 

Azur^-eosl  n-methylene  blue 

btl 

120 

2 

Cedar  oil 

btl 

20 

3o 

Canadian  balsam 

btl 

1 

4  o 

Litmus  paper 

box 

32 

5- 

Ether 

cc 

2000 

6  c 

Distilled  vater 

cc 

1000 

7, 

Slide  holders,  metal,  folding 

ea 

10 

8. 

Enema  can,  complete 

ea 

1 

9, 

Cotton,  1  Tbc  package 

ea 

1 

J-0  o 

Cotton,  100  gm3  package 

ea 

6 

11  ■> 

Ore sol  soap  solution 

cc 

500 

12  : 

Xylol 

cc 

500 

Ones  *c 

#9 

- 

lo 

Tes'c  tube 

ea 

1000 

2  e 

Methanolum,  500  gnu  btl 

ea 

8 

3« 

Natrium  thiosulfuricum  anhyd- 
ricum,  500  gm.  btl 

ea 

2 

4, 

Natrium  thiosulfuricum  siccum, 
500  gm.  btl 

ea 

2 

5. 

Kaliumbichromat,  500  gm.  btl 

ea 

1 

6. 

Formalin,  500  gm.  btl 

ea 

1 

7, 

Anhydrous  sodium  carbonate, 

25  gm.  btl 

ea 

1 

8„ 

Azur  II,  25  gm,  btl 

ea 

2 

9. 

Azur  I,  25  gm,  btl 

ea 

1 

10. 

Phenolura,  25  gm.  btl 

ea 

1 

11. 

Petroleum  benzine,  100  gm,  btl 

ea 

1 

12. 

Chloric  acid,  100  gm.  btl 

ea 

1 

13. 

Developing  chemicals,  500  cc. 
cans 

ea 

10 

Chest 

lo 

#11 

Sodium  bicarbonate  tablets 

can 

24 

2, 

Vitron  ( 5 %  sol  of  d-erythro- 
3  kelo-hexonic  acid- vitamin 

C),  box  of  50  2ccrj  ampui.es 

ea 

2 

3o 

Solution  of  Emetin  hydro¬ 
chloride,  box  of  10  lcc. 

ampules 

ea 

10 

4o 

Corrosive  sublimate  tablets 

btl 

1 

5o 

Vitamin  B,  solution  #2,  box  of 

10  lee,  ampules 

ea 

7 

6, 

Adhesive  plaster  of  zinc 

oxide  #2 

box 

7 

7o 

Solid  fuel  (for  boil  steril¬ 
izer),  box  of  5  15gm.  pieces, 
(turned  over  to  QM  for  analysis] 

lea 

4 

cv 

O  V. 

Quinine  sulphate  tablets,  btl 
of  2000 

ea 

5 

9c 

atabrine  tablets  (acrinamin 
tablets),  btl  of  500  O.lgm. 
tablets 

ea 

20 

-7' 


10c  Isoplasmochin  tablets,  bottle 

of  1000  0c02gm.  tablets  ea  5 

11*  Wooden  tags, 

with  string  ea  50 

with  metal  wire  ea  50 

176*  Chests,  medical,  for  inspection  of  causes  of  dis¬ 
ease,  incomplete  chest  #1  (ea  2),  #3,  #4  (ea  2), 
#6,  #7,  and  #8,  29"  x  20"  x  17" 

Contents : 


Chest 

#1 

1, 

Pipette,  volumetric,  1  cc.,  in 

metal  case 

ea 

10 

2c 

Pipette,  volumetric,  10  cc,,  in 

metal  case 

ea 

6 

3c 

Cylinder,  graduated,  500  cc*, 

in  wooden  box 

ea 

1 

4* 

Cylinder,  graduated,  20  cc., 

in  wooden  box 

ea 

3 

5a 

Ring  stand,  complete  with  rings 

and  burette  holders 

ea 

2 

6* 

Alcohol  lamp,  metal 

ea 

2 

7. 

Funnels,  metal 

ea 

3 

a. 

Steam  vapor  sterilizer,  large, 

metal 

ea 

1 

9. 

Fire  baskets  for  test  tubes 

ea 

4 

10. 

Kettle,  copper,  large 

ea 

1 

11. 

Copper  beakers,  nests  of  3 

ea 

3 

Chest 

#3 

1. 

Petroleum  lamp  incubator,  comp¬ 

lete,  metal,  14"  x  12  1/2"  x 

14” 

ea 

1 

2. 

Wooden  box  of  incubator  access¬ 

ories,  10"  x  4”  x  2" 

ea 

1 

3* 

Wire  test  tube  baskets  for 

incubator 

ea 

4 

4. 

Charcoal  burner  for  sterilizer 

ea 

1 

5a 

Thermometer,  0-70  degrees  C, 

ea 

2 

Chest 

#4 

1. 

Sterilizer,  by  heating  and  dry¬ 

ing,  small 

set 

1 

2o 

Scorching  lamps 

ea 

2 

3 « 

Asbestos  sheets 

ea 

3 

4* 

Glass  bottle,  500  cc. 

ea 

5 

5a 

Rat  holder 

ea 

1 

6C 

Microtome,  small 

ea 

1 

7a 

Microscopic  slides 

ea 

1 

8c 

Rubber  balls 

ea 

5 

Rubber  tubing 

meter 

6 

Rubber  caps 

ea 

60 

8- 


9? 

Erlenmeyer  200  cc» 

ea 

5 

10. 

Dish  for  collecting  bacteria 

ea 

3 

11. 

Box  including  pigment  bottles 

ea 

1 

12* 

Platinum  wire 

meter 

0,49 

Platinum  wire  holders 

ea 

c 

J 

*■;  i 

f  > 

Concave  microscopic  s tides 

ea 

20 

15 1 

Lid  plates  (cover  glasses) 

ea  1 

.000 

16  a 

Lumber  vertabrae  borer  (spinal- 

tap; 

set 

1 

17, 

Corpuscle  meter  (Hemacytometer) 

ea 

1 

18. 

preparer  box 

set 

1 

19. 

Boil  sterilizer 

ea 

1 

20. 

Test  paper  (litmus) 

red 

pkg 

10 

blue 

pkg 

10 

Chesc 

1 

-L  * 

Burette,  25  cc* 

ea 

1 

2* 

Soap  case 

ea 

Jl 

3* 

Drilling  chisel 

ea 

1 

4- » 

Dried  culture  base, 

Common  (nutrient  agar) 

gm 

500 

Endo 

gm 

500 

5c 

Filter  paper,  sheet 

ea 

100 

60 

Petri  dish,  large 

ea 

120 

7. 

Cotton 

gm  2000 

8, 

Absorbent  cotton 

gm 

500 

9c 

Glass  rod 

meter 

1,8 

10, 

Glass  tubing 

meter 

1,8 

11, 

Cotton  cloth  n. 

roll 

2 

12. 

Soap 

bar 

3 

Chest 

#7 

1. 

Funnels  (glassware) 

ea 

5 

2a 

Agar-agar  powder 

gm 

900 

3c 

Petri  dish,  large 

ea 

40 

4c 

Test  tubes  for  coagulation 

ea 

100 

5  ;> 

Test  tubes 

ea 

300 

Chest 

#8 

"I 

Copper  net  work 

set 

1 

Erlenmeyer  flask,  500  cc 

ea 

3 

3  c 

Fatigue  coat, 

Large  > 

oa 

2 

Small 

ea 

1 

4o 

Dense  milk 

can 

2 

5, 

Petri  dish, 

Large 

ea 

90 

Small 

ea 

20 

6C 

Gauze,  roll 

ea 

5 

70 

Viscoid  paper,  sheet 

ca 

20 

8, 

Sealing  wax 

gm 

200 

9, 

Lustrous  paper,  sheet 

ea 

3 

10, 

Rubber  cloth 

ea 

2 

11* 

Double  twisted  hemp  thread 

meter 

10 

177.  Chests,  medical,  .for  prevention  of  epidemics,  in¬ 
complete  chest  #2,  #5,  #14,  #17,  #19,  #20,  #22, 
#23,  and  #24,  29"  x  20”  x  17" 

Contents: 


Chest  #2 

1. 

Vapor  sterilizer,  without  port¬ 
able  oil  furnace 

set 

1 

2. 

Metal-net  basket,  round,  nest 
of  4 

ea 

1 

3. 

Tripod 

ea 

1 

4. 

Water  boiler,  small 

ea 

1 

5. 

Nebulizer,  large 

ea 

1 

6a 

Test  tube  stands 

ea 

14 

Chest  #5 

1*  Funnels, 


- 7 

metal,  18  cm 

ea 

1 

glass,  15  cm 

ea 

1 

glass,  7.5  cm 

ea 

3 

glass,  4.5  cm 

ea 

3 

2. 

Glass  bottles,  narrow  mouth, 
500  cc 

ea 

4 

200  cc 

ea 

18 

100  cc 

ea 

5 

30  cc 

ea 

5 

Glass  bottles,  wide  mouth, 

200  cc 

ea 

2 

100  cc 

ea 

2 

30  cc 

ea 

2? 

3. 

Glass  beakers, 

9  cm 

ea 

4 

8  cm 

ea 

4 

7  cm 

ea 

4 

4. 

Rubber  gloves,  #7 

pr 

2 

5. 

Soap 

bar 

6 

6. 

Mortar  and  pestle 

ea 

1 

7. 

Dropping  bottle 

ea 

4 

8. 

Immersion  oil 

ea 

2 

Chest  #14 

1. 

Animal  cages, 

a.  for  marmot 

ea 

2 

b»  for  rat 

ea 

2 

2. 

Weight  accessory  of  beam 
balance 

set 

1 

3. 

Cotton 

gm 

1000 

4.- 

^eam  balance,  large,  without 
weight 

set 

1 

5. 

Table  for  animal  dissection 

ea 

1 

10- 


Chest  #17 


1. 

Exhaust  pump 

set 

1 

2. 

Cotton 

gm 

1500 

3. 

Mortar  and  pestle, 
large 

ea 

1 

small 

ea 

1 

4- 

Filtering  tube,  accessory  of 
bacteria  filter 

ea 

2 

5. 

Basteria  filter 

set 

1 

6. 

G'iass  plates  for  cultivation 
of  non-aerobi.c  (anaerobic) 
bacteria 

ea 

10 

7. 

Celluloid  containers, 
large 

ea 

34 

medium 

ea 

33 

small 

ea 

33 

test  #19 

1*  Glass  bottle,  broad,  500  cc 

ea 

10 

2. 

Agar-agar  powder 

gm 

2700 

3. 

Sodium  sulphite 

gm 

225 

4. 

Lacmius 

gm 

350 

5. 

Solution  of  iron  sulphate 

cc 

100 

6, 

Alcohol 

gm 

450 

7* 

Pure  alcohol 

gm 

450 

8. 

Potassium  hydroxide 

gm 

225 

9. 

Sodium  hydroxide 

gm 

225 

10. 

Extract  of  meat 

btl 

12 

11. 

Glass  bottle  with  cork 

ea 

30 

12. 

Glass  bottle,  narrow  mouth, 

100  cc. 

ea 

5 

13, 

Alum 

gm 

3 

14. 

Canada  balsam 

gm 

75 

15. 

Potassium  bichromate 

gm 

50 

16. 

Rubrum  neutrale 

gm 

25 

17. 

Fuchs in 

gm 

25 

18. 

Methylene  blue 

gm 

50 

19  a 

Ziehl-Neelsen  stain 

gm 

50 

20, 

Potassium  iodide 

gm 

25 

21. 

Lecitin  "Merck" 

gm 

5 

22, 

Sugar 

gm 

25 

23  c 

Maltose 

gm 

25 

24, 

Gabbett’s  solution 

gm 

50 

25, 

Inulin 

gm 

10 

26. 

Fructose 

gm 

50 

27. 

Manni t 

gm 

25 

28. 

Borax 

gm 

25 

29. 

Haemolysin  (sheep) 

gm 

20 

30. 

Thymol 

gm 

25 

31c 

Dried  anti-raeningccoccus  serum 
of  immunized  rabbits 

box 

5 

32. 

Dried,  anti-typhoid  bacci.lus 
serum  of  immunized  rabbits 

box 

5 
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33. 

Dried  anti-naratyphoid  A  baccili 

serum  of  immunized  rabbits 

box 

5 

34. 

Dried  anti-paratyphoid  E  baccili 

serum  of  imnunizod  rabbits 

box 

5 

35. 

Dried  anti- cholera  baccili  serum 

of  immunized  rabbits 

box 

10 

36. 

Dried  anti -cholera  strange 

baccili  serum  of  immunized 
ra bbits 

box 

5 

37. 

Dried  anti -dysentery ,  typo  Shiga, 

i 

baccj.il  of  immunized  rabbits 

box 

5 

38. 

Anti- •dysentery.  type  FI exner  , 

ba c c;l*L  s e r urn  of  i mmu.ni zed 
rabbi  ts 

btl 

4 

39. 

.Anti-dysentery,  type  Shiga, 

ba  o o i 1 i  of  5 mmunl z  e  dmfabbi t  s 

btl 

4 

40, 

Anti  “typhoid  baccili  sej*um 

of  immunized  rabbits 

btl 

5 

lest  #20 

1. 

Monkey  wrsmch 

ea 

1 

2. 

Chips  of  wood. 

large 

ea 

15 

medi um 

ea 

50 

small 

ea 

25 

3. 

Ski n- •w a shi ng  brush 

ea 

l 

4. 

Microscope,  medium 

set 

1 

5. 

Ledger  book  of  equipment 

ea 

2 

6, 

Book  for  listing  repairs  of 

equipment 

ea 

1 

7. 

Ledger  book  of  medicines 

ea 

3 

8, 

Ledger  book  of  articles  of 

consumption 

ea 

3 

9. 

Chart  for  listing  results  of 

the  examination  of  bacteria 

ea 

200 

10, 

Chart  for  listing  the  anatomical 

i 

examination, 

#1 

ea 

50 

#2 

ea 

10 

11, 

Chart  for  listing  the  result 

of  examinations 

book 

5 

12, 

Monthly  report  concerning  med¬ 

ical  supplies 

ea 

50 

13  e 

Chart  for  listing  the  result  of 

ba  cteri olcgi cal  examinati on 

ea 

50 

14, 

Water  container,  metal,  3  sizes 

set 

r 

*i  r* 
J-Jo 

Immersion  oil,  btl 

ea 

1 

l6a 

Balsam,  btl 

ea 

4 

17. 

Co'lloidin,  btl 

ea 

3 

18, 

Alcohol  lamp 

ea 

1 

19, 

Watch  glass 

ea 

3 

20. 

Safety  pins 

ea 

400 

21. 

Spoons,  metal 

ea 

1 

buffalo  horn 

ea 

1 

22. 

Beam  balance 

ea 

1 
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23. 

Glass  cutter 

ea 

1 

24. 

Razor  . 

ea 

1 

25. 

Scissors,  for  miscellaneous 

use,  small 

ea 

1 

26. 

Leather  sxrap,  large 

ea 

1 

27, 

Thermometer;  200  degrees 

ea 

1 

28. 

Platinum  wire  holder 

ea 

1 

29. 

Cork  screw 

ea 

1 

30. 

Chop  sticks 

pr 

1 

31. 

F i le ,  t  riangular 

ea 

1 

32  o 

Liqi dd  mea sures , 

10  cc 

ea 

1 

100  cc 

ea 

1 

33. 

Label,  for.  microscope  slides 

ea 

100 

Chest 

#22 

,1. 

Glass  bottles,  in  wooden  case, 

wide  mouth: 

30  cc 

ea 

7 

100  cc 

ea 

5 

narrow  mouth: 

100  cc 

ea 

5 

200  cc 

ea 

5 

2. 

Wooden  mallet 

ea 

1 

3. 

Brush,  test  tube, 

large 

ea 

10 

small 

ea 

5 

4. 

Staining  jars,  in  wooden  box 

ea 

6 

Chest 

#23 

1. 

Paraffin  fii.ter,  without  a  fine 

tube  and  kerosene  lamp 

set 

1 

2. 

Irrigator,  small 

set 

1 

3. 

Kerosene  furnace,  accessory 

of  paraffin  filter 

set 

1 

4. 

Microtome,  small 

set 

1 

5. 

Specimen  box 

ea 

1 

6. 

Cotton 

gm 

1500 

7. 

Fire  tube,  accessory  of 

paraffin  filter 

ea 

1 

Chest 

#24 

1, 

Anhydrous  copper  sulfate 

gm 

400 

2. 

Sa  it 

gm 

450 

3. 

Sodium  bicarbonate 

gm 

450 

4. 

Lactose 

gm 

450 

5. 

Camphor 

gm 

100 

6. 

Sodium  carbonate 

gm 

225 

7, 

Sodium  Sulphate 

gm 

100 

8. 

Potassium  nitrate 

gm 

225 

9. 

Cresol  soap  solution 

gm 

450 

10. 

Petroleum  benzene 

gm 

400 

11. 

Liquid  paraffin 

gm 

225 

12. 

Xylol 

gm 

225 
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13. 

Pure  alcohol 

gm 

450 

14. 

Alcohol 

gm 

450 

15, 

Distilled  water 

gm 

900 

16. 

Car b on  t jtrachlor i de 

gm 

225 

17. 

Forma  111 

gm 

450 

13  c 

Glycerin. 

gm 

1350 

19* 

Solid  paraffin 

gm 

1350 

20  * 

Korean.  ‘Lax  ?e 

ea 

1 

21c 

Wooden  tickets  for  specimens 

ea 

100 

22, 

Chips  of  wood, 

large 

ea 

15 

medi urn 

ea 

50 

small  1 

ea 

25 

23. 

Colloidiu 

gm 

100 

24. 

Ether  f.'o"  anesthetic 

case 

2 

25. 

Ub.rgJ.aser  (watch  glass) 

ea 

4 

26o 

Duple:.:  ball,  small 

ea 

1 

27  c 

Osrnlc  acid 

gm 

2 

28. 

Sodium  thiosulphate 

gm 

25 

29. 

Pur©  ammonium  water 

m 

25 

30. 

Picric  acid 

gm 

50 

31 

Sudan 

gm 

25 

32. 

Immersion  oil 

gm 

50 

33. 

Eosin 

gm 

5 

34. 

Fuchs in 

gm 

50 

35. 

Carmine 

gm 

25 

36. 

Potass iur.  b I c hr .  nr. tt« 

gm 

25 

37. 

Lithium  carbonate 

gm 

25 

38. 

Resorcinol 

gm 

25 

39. 

Fuchs in 

gm 

25 

40. 

Canada  balsam 

gm 

125 

4I. 

Chioratum  hydrate 

gm 

50 

42. 

Trichloracetic  acid 

gm  . 

50 

43. 

Ferric  chloride 

gm 

25 

Note:  Chests  of  inventory  #174  thru  #177  were  submitted  as  a 
bacteriological  laboratory  of  21  cases  but  examination 
revealed  them  to  be  parts  of  4  separate  units. 


178. 

Kit,  laboratory,  animal  holding,  in  wooden  case, 

16”  x  11  3/4”  x  3  i/2 51 

ea 

1 

179. 

Apparatus,  thoracocentisis,  in  wooden  case, 

6  1/2"  x  5  1/2"  x  li  1/4” 

ea 

1 

180. 

Kit,  nasal  surgery,  in  wooden  case,  13  1/2"  x 

9"  x  2  3/4” 

ea 

1 

181. 

Kit,  indirect  blood  transfusion,  in  wooden 
case,  9"  x  5  1/2"  x  8  l/4" 

ea 

1 

182. 

( 

Jacket,  camisole,  restraint 

ea 

2 

183. 

Saw,  bone,  rotating,  electric,  with  accessories, 
in  wooden  case,  21  l/8”  x  8  3/4"  x  7" 

ea 

1 
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184.  Kit,  blood,  nitrogen  determination,  in  wooden  case, 

14  1/4"  x  10  1/2"  x  9  3/4"  er.  1 

185.  Kit,  microprinting,  large,  in  wooden  case,  15  1/2” 

x  8"  x  4  l/4”  .  ea  1 

186.  Microtome,  small,  in  wooden  case,  !?”  x  7  1/2”  x 

4  1/4”  ea  1 

187.  Gas  plant,  portable,  safety  air,  Shimadzu  model 

M-10,  for  10  Bunsen  burners  ea  1 


188. 

189. 

190. 

191. 

192. 

193. 

194. 

195. 

196. 

197. 

198. 

199, 

200. 


Water  bath,  electric,  thermostat- controlled,  with 
impeller,  20”  x  10”  x  10” 

Burner,  Bunsen,  with  removable? Meker  tip 

Burner,  gas  and  compressed  air,  for  glass  blowing 

Burner,  laboratory,  stove- type 

Charts,  color  perception  test,  set  of  24,  unmount¬ 
ed,  5”  x  5"  x  l/4” 

Polarization  apparatus,  in  bakelite  box,  4  3/4”  x 

2  5/8”  x  2  3/8”,  German 

Polygraph,  Di\  Kure-Sakai 1 s ,  in  wooden  case,  6  3/4 
x  6  1/4' ;  x  6  1/2” 

Otogoniometer,  in  wooden  case,  15  3/4”  x  7”  x 
5  1/2” 

Lamp,  x-ray  viewing,  electric,  10”  x  6”  x  8” 

Apparatus,  anesthesia,  in  wooden  case,  10  3/4”  x 
8  3/4’'  x  7” 

Micrometer,  stage,  glass,  in  hard  rubber  case, 

3  1/4”  x  1  3/4’’  x  3/4” 

Set.,  body  measurement,  for  statistical  surveys 
and  physical  examinations,  in  canvas  case,  23”  x 
14”  x  2  1/2" 

Stage,  microscope,  manipulating,  in  wooden  case, 

3  ?/4”  x  2  1/4”  x  1  3/4” 
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